Message 


From: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE. NASSIF] 

Sent: 7/27/2010 5:16:14 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett:] 

Subject: FW: DPH Renovations Morrill I Umass 

Hi Jim, 

Are you going to attend this? 

Julie 


From: Connolly, Grace (DPH) 

Sent: Tuesday, July 27, 2010 1:05 PM 
To: Nassif, Julianne (DPH) 

Subject: FW: DPH Renovations Morrill I Umass 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Tuesday, July 27, 2010 12:50 PM 
To: Connolly, Grace (DPH); Dunn, Ceci (DPH) 

Cc: Shaw Tom 

Subject: DPH Renovations Morrill I Umass 


Grace and Ceci, 

A contractor has been selected and we are moving closer to starting the renovations. I will be meeting with 
the contractor on August 3 rd at 11:00 to go over logistics and campus policies. I have invited Jim and 
Helen but they are not required. At some point in the near future I will arrange a meeting with the contractor 
and DPH to review the construction process and schedule. Please let me know who you would like me to 
include on the invitation list. Also we have been working with the staff in the building on reconfiguring their 
new office spaces. I have asked the furniture vendor to pass along plans so I can share them with you. If there 
is anything else you would like please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 


Folk OIG PRR 095009 










(T) 413-545-6516 



(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095010 



